







‘Ho. 41 e@ Electricians’ Diagonal Pliers— 


Hardened and tempered in oil. Special narrow nose 
for radio and electrical work. 





TOOL MILEAGE 


No. 44S—Special Diagonal Pliers 
with Spring 





A slim nose cutting plier designed especially for 
radio and electrical work. Extra fine hand honed 
edges permit nearly flush cuts. 


AS ELOGE oF PES IDO irncccecun eaves iscikichateeus k aodeniveaie, 5 inches 





No. 654 e Utica Long Needle Nose 
Side Cutting Plier 


This is a long, fine, spring-tempered nose side 
cutting plier, drop forged and with hand-honed 
cutting knives. 


Uticog Finish Size... citi cid catia 6 inches 


No. 50 e Utica Standard 
Side Cutting Plier 


An ideal tool for electrical work. Drop forged and 
skillfully tempered. Its cutting qualities are unsur- 
passed by any side cutting plier. 


Utica Finish Size wo... eescsseee 5, 6, 7, 8 inches 





No. 1033 e Utica Long Chain 
Needle Nose Plier 


This is a long needle nose type of plier without a 
side cutter. It has a spring-tempered needle nose 
with a fine balance for delicate work. 


Utica Finish Size ooo... cccecccccccscccccccseeeceeceecesees 6 inches 





No. 622 e Utica Short Chain 
Nose Mechanic's Plier 


This plier is a Short Chain Nose Side Cutting Plier, 
hand-honed cutting knives. It makes an all around 
Electrical Mechanic's plier. 


Utica Finish Size ceecccccccccccsccscscsecceseccecesecsececceceee. 5 inches 


No. 777 @ Utica Long Nee Pie pea 
Nose Plier 


This plier has a long, half-round, spring-tempered 
nose for very fine work in assembling small elec- 
trical apparatus. 


Utied Finish ‘Size: 2csiccivescdesrecdaatedeibreneeedacn: 6 inches 





No. 888 e Curved Needle Nose Pliers— 


This is a long curved spring-tempered Needle Nose 
Pleir for use in deep and narrow places. It may 
be used without turning or twisting the hand in the 
assembling of small fixtures, electrical apparatus, 
etc. 


Utica Finish Size ............... sig tie ts tia Sieh Mie 6 inches 


Caaaerrrre reer ee i ae ET TT eT a a a Sa I TG EPI OO EE TEESE TT 1 EE EEESEDS 
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No. 895 





Noe. 22 @ Utica Chain 
Nose Plier 


This is a Short Chain Nose Plier forged from a fine 
quality of steel with tine points particularly adapted 
for the use of Jewelers, Opticians, Telephone In- 
stallers, Electricians and Radio Assemblers. 


OGG. Finish: BiZe wesc oasaeionctaccuns 4, 4, 5, 6 inches 





No. 82 @ Utica Chain Nose 
Wiring Plier 


This is a special Radio Repair man’s plier, new in 
design, having a chain nose for those who prefer 
this type of construction. 


Wiese Pinte: Sie: elas Aas wee ® ot22, 8 inches 





No. 31 e Utica Duck Bill Wiring Pliers 


This is the standard type of plier used by all Type- 
‘writer Repairmen as well as Assemblers. Forged 
from high grade steel. 


tice Finish S26 Bais ncceessnaavees eats 8 inches 








No. 91 e Thin Adjustable 222° Angle 
Wrenches, Alloy Steel 


Both the handle and jaw are drop forged from a 
high grade Alloy Steel, hardened and tempered in 
oil. Will not break or wear in the gear teeth and 
allow play in the wrench, permitting the jaw to 
slip off the nut. 

It will give better service and last longer than any 
other wrench. 


Size oo... Sg daha susenh tien cued cabs ear scrtcts 4,6, 8, 10, 12 inch 


Utica Radio Plier 


This is a General Radio Repair Man's Plier. It has a 
center cutter and flat scored nose for looping and 
bending. 


WTS Ce Fis ee rcs oceeseertesedvsacamananvediboateineecDos 6 inches 





No. 517 Utica Ignition Plier 


This ignition Plier with its unique design will fit all 
ignition units, spring tempered. A great little tool 
for the hard to get at adjustments. 


INT rex ese ee teehee ees 5 inches 





No. 65 e Utica 
Jeweler's End Cutting Nipper 


This Nipper is forged from a fine grade of steel, 
carefully tempered. A light, strong End Cutting 
Nipper, used by Electricians and Machinists. The 
keen cutting edges and “Perfect Fit’’ handles make 
this a very popular tool. 


Wie: Finish iPS fe alien esas erased ccieecoiasaneoatind 5 inches 





No. 100BX e Utica-Smith Pocket 
Armor Cutters 


No. 100BX—Utica-Smith Pocket Armor Cutters 7” 
Alloy Steel 


Threaded Lock Joint 







For Crimping Over 
Lap of Armor Down 
to Place 


Alloy Steel Blades 
for Quick, Clean 
Cutting 
The easiest, quickest tool made for cutting armored 
cable. Fully illustrated instructions packed with 
each tool. 


Utica Finish Size oo... cccccccccccccccccssecceeccecece 7 inches 
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